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April 1, 1871 Mint of the United States 
Silver coin April 1, 1871 
Half Dollars Received of the Chief Coiner of the Mint, 
Value $20,000 Sixteen thousand -/100 

Ounces of Standard Silver Coin, Half Dollars 
Actual Weight, oz. 16,000 Value, Twenty thousand dollars $20,000 
Legal Weight, oz. 16,000 Legal Weight 

Oz. 16,000 


(signature) 
(signature) For Treasurer 


